Platform 

Manufacturer 

Model Number 

Laboratorv ID 

Serial Number 

Fundina Source 

e., GC/MS/MS 

Agilent 

5775/7000 

E 

123456789 

CDC PHEP Grant 


Folk OIG PRR 003521 



Platform 

Manufacturer 

Model Number 

Laboratorv ID 

Serial Number 

Fundina Source 

e., GC/MS/MS 

Agilent 

5775/7000 

E 

123456789 

CDC PHEP Grant 


Folk OIG PRR 003522 



Platform 

Manufacturer 

Model Number 

Laboratorv ID 

Serial Number Fundina Source 


Perkin Elmer 

Analyst 600 

Lead 

4027 


Perkin Elmer 

Analyst 600 

Lead 

4026 


Perkin Elmer 

Analyst 600 

Lead 

4029 


Perkin Elmer 

Analyst 600 

Lead 

4020 

yAyAS 

Perkin Elmer 

Analyst 600 

Lead 

4035 

>A>1S 

Perkin Elmer 

Analyst 600 

Lead 

4034 

Auto Sampler 

Perkin Elmer 

800 

Lead 

1178 

Auto Sampler 

Perkin Elmer 

800 

Lead 

1180 

Auto Sampler 

Perkin Elmer 

AS 800 

Lead 

1172 

Auto Sampler 

Perkin Elmer 

AS 800 

Lead 

1191 

Auto Sampler 

Perkin Elmer 

AS 800 

Lead 

1177 

Auto Sampler 

Perkin Elmer 

AS 800 

Lead 

1186 

Hematofluorometer 

Aviv 

206D 

Lead 

1146 

Hematofluorometer 

Aviv 

206D 

Lead 

1144 

Hematofluorometer 

Aviv 

206D 

Lead 

1230 

Hematofluorometer 

Aviv 

206D 

Lead 

918 

Hematofluorometer 

Aviv 

206D 

Lead 

969 

Hematofluorometer 

Aviv 

206 

Lead 

A13 

Balance 

Mettler 

AG245 

Lead 

111525472 


Folk OIG PRR 003523 
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E 
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CDC PHEP Grant 


Folk OIG PRR 003524 



